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Construction Update 8/9/2021 





STAY INFORMED 


arlingtonma.gov/connect 
CONSTRUCTION DETAILS 





CONSTRUCTION SAFTEY 


CONSTRUCTION 4 WEEK LOOK AHEAD - STARTING WEEK OF AUGUST 16TH, 2021 


The above layout identifies demolition areas in the work site and impacts along 
Grove Street. Additional work to be performed in the upcoming weeks includes: 


CONSTRUCTION ACTIVITIES: 
- Building A removal of roof top units 
- Building A interior fitout. 
- Site - strip loam at field. 
- Site- demo concrete walls. 
- Site - additional onsite soil testing. 


PUBLIC IMPACTS: 
- Field adjacent to the DPW parking lot to be closed to public. 


COVID-19 UPDATE 
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Building A Window Demo in Progress (Taken 20/21) 


Progress Photos 


Building A Interior Demo (Taken 7/28/21) 
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Arlineton Town Yard Facility Project — Progress Photos 
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Building A Temporary Window Protection (Taken 7/28/21) 





Arlineton Town Yard Facility Project — Progress Photos 
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Dust Control for Salt Shed Demo (Taken 7/28/21) 
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